JFK-King Unit 


Funds Doubtful 

WASHINGTON (AP) - House lead- 
ers said yesterday they doubt the com- 
mittee investigating the assassinations 
of President John F. Kennedy and Dr. 
Martin Luther King will get the $6.5 
million first-year budget it wants. 

Republican Leader John J. Rhodes 
said he expects that figure to be cut 
and Speaker Thomas P. O’Neill indicat- 
ed at his first news briefing that its ap- 
proval is doubtful. 


Asked about complaints some con- 
gressmen have voiced about the 
proposed $6.5-million budget, O’Neill 
replied, “I’m not going to comment on 
something that may not happen.” 
Democratic Leader Jim Wright told 
the House earlier this week he was con- 
cerned about the high cost estimate. 

The committee’s prospective chair- 
man, Henry B. Gonzalez, D-Tex., re- 
fused to back off the $6.5 million 
estimate, but said that he’ll take what 
l.eea, get . 
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